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UNCLASSIFIED 

PAGE 01 LUXEMB 00951 14I921Z 
ACTION 10-14 

INFO OCT-OI EUR-I2 ISO-00 AGRE-00 /027 W 

027594 I5I8I0Z/II 

R 14085 IZ SEP 78 
FM AMEMBASSY LUXEMBOURG 
TO SECSTATE WASHDC 6616 
AMEMBASSY ROME 

UNCLAS LUXEMBOURG 0951 

E.O. 11652: N/A 
TAGS: AORG, FAO 
SUBJ: EAO: CCLM 

REE: ROME 16072 

1 . I APPROVE HIGGINSON TOY ROME. 

2. HIGGINSON WILL FLY TO ROME ON MONDAY, SEPT, 25, 
FOR CCLM VIA LUXAIR AND RETURN SEPTEMBER 29. 

3. TELCON WITH U.S. REP TO EAO, BAKER, WORKED 
OUT PLANS AND FUNDING, FISCAL DATA NEEDED BY 
CABLE IE POSSIBLE. LOWENSTEIN 
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